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PART III - A 


Notifications by Universities 


HARYANA RAJ BHAVAN 


Notification 


The 26th June, 2015 


No. HRB -UA - 29 ( 4 ) -2015 /5109. — As per provision contained in Section 16 of Pandit Bhagwat Dayal Sharma 
University of Health Sciences, Rohtak Act, 2008 , I, Prof. Kaptan Singh Solanki, Governor of Haryana and 
Chancellor, Pandit Bhagwat Dayal Sharma University of Health Sciences, Rohtak , hereby appoint Dr. Rakesh Gupta , 
MS (Ortho ), Senior Professor and Unit Head Orthopaedics and Principal College of Physiotherapy , PBDS, PGIMS, 
Rohtak as Director, Pandit Bhagwat Dayal Sharma PGIMS, Rohtak till he attains the age of65 years . 

Terms & conditions of the appointment will be determined by the Government later on . 


Chandigarh : 
The 25th June, 2015 . 


PROF . KAPTAN SINGH SOLANKI, 

Governor, Haryana and Chancellor, 
Pandit Bhagwat Dayal Sharma University of 

Health Sciences, Rohtak . 


53471 - C.S. - H.G.P ., Chd. 


Price : Rs. 3.00 
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